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COST COMPARISON n (In Dollars) 



Total Cost 

Total Difference 

Hard Copy vs. Microfilm 

Annual Difference 

Hard Copy vs. Microfilm 

Cost per Cubic Foot 
per Year 

Average Total Cos 
per Year 

Item 

D-year 

Minimum 

lu-year 

Minimum 

6 -year 
Minimum 

10 -year 
Minimum 

6- year 
Minimum 

lO-year 

Minimum 

*6-year 

Minimum 

** 10-year 
Minimum 

6 -year 
Minimum 


Hard Copy Stored at Records Center 

979,840 

1,313,560 





7.70 

4. 80 

163,306 



N'icrofilm Stored at Headquarters 











Employing minimum additional 
manpower 

498,016 

518,176 

+ 481,464 

795,384 

+ 80,244 

^ 79,538 

3.95 

1.91 

83,002 


Employing maximum additional 
manpower 

1,013,440 

1,033,600 

- 33, 600 

+ 279,060 

- 5, 600 

+ 27,996 

8. 04 

3.83 

168,906 


Employing minimum additional 
manpower and adding Diazo 
duplicate 

606,876 

627.036 

- 372,604 

+ 686,524 

+ 62,100 

i 

+ 68,652 1 

4.81 

2.32 

CD 

O 


Employing maximum additional i 

manpower and adding Diazo 
duplicate ! 1.121.839 

' ' i 

1,142.460 1 
i 

- 142,359 

i 

+ 171. 100 

- 23,726 

j 

+ 17,110 1 

i 

9.03 

4.23 

186.973 



* Annual increase of 6.000 cubic feet each year for 6 years = 126, 000 cubic foot years. 


Annual increase of 6.000 cubic feet each year for 6 years plus 4 additional years 
storage = 270.000 cubic foot years. 

NOTE: A plus (-»-) indicates a savings for the microfilm plan. 

A minus (-) indicates a savings for the hard copy plan. 
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